Notice No.1 


Rules for the Classification of 
Stern First Ice Class Ships 
July 2022 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. Any 
corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: December 2022 


Amendments to Effective date mes/ao implementation ut 
applicable) 


Chapter 3, Section 1 1 January 2023 N/A 


Chapter 3 
Ship Structures 


r Section 1 
General arrangement 


1.2 Rule references 


1.2.5 For loading conditions envisaged to be operated in sheltered water, the permissible still water bending moment and shear 
force of sheltered water may be applied. 
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